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BENSON* HEDGES 

100 NIGHTS LIVE! 
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SURGEON GENERAL S WARNING: Smoking 
Causes Lung Cancor. Hurt Disease 
Emphysema. And May Complicate Pregnancy. 


GMR Marketing 
Program 4025 

7/17/96 Benson & Hedges Music Ad 
Publication LA READER for 8/96 
Size. 4 3/8* wide x 11* tail 
Square Area: 48.125* 

Warning Box Size: Exhibit 2 
Rotation: A 
T&N Size: 8 point 

Scheduled Delivery of Mechanical:7/00/96 
Ad Number 1127-A3 LA R 
Market: LA 
Sent to Pub: 


n -+- r 


Sou rce: https ://www. i ndustrydocu merits. 
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